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ACTION SCI-06 

INFO OCT-OI 10-14 ISO-00 ACDA-I9 CIAE-00 INR-IO L-03 

NSAE-00 NSC-IO RSC-OI SCEM-02 DRC-OI /067 W 

066686 

PR23I649Z NOV 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC PRIORITY 3682 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 9706 

E.O. 1 1652: N/A 

TAGS: IAEA, TECH, SENV 

SUBJECT: IAEA REQUEST FOR CONSULTANT TO PREPARE TECHNICAL REPORT 
ON HIGH-LEVEL AND ALPHA-BEARING WASTES 

REE: A) STATE 227250 B) IAEA VIENNA 8986 

1. EOLLOWING ARE DRAFT OPERATIVE PARAGRAPHS FOR 
MEMORANDUM OF UNDERSTANDING AND ACKNOWLEDGEMENT FOR 
BLOMEKE'S ASSIGNMENT DISCUSSED REETELS. LANGUAGE 

HAS ALSO BEEN PASSED TO AGENCY FOR REVIEW. 

2. MEMORANDUM OF UNDERSTANDING: 

"(1). MR. JOHN 0. BLOMEKE SHALL BE MADE AVAILABLE 
DURING THE 12 MONTHS FOLLOWING SIGNATURE OE THIS 
MEMORANDUM FOR THE PERIOD OF TIME NECESSARY TO COMPLETE 
WORK ON THE MANUSCRIPT OF A TECHNICAL REPORT ON HIGH- 
LEVEL AND ALPHA-BEARING RADIOACTIVE WASTES, IN ACCORDANCE 
WITH DETAILS PROVIDED BY THE AGENCY, INCLUDING FOR UP 
TO THREE VISITS TO IAEA HEADQUARTERS IN VIENNA, AND, IF 
NECESSARY, FOR VISITS TO OTHER COUNTRIES FOR CONSULTATIONS 
AND OTHER PURPOSES RELATED TO THE ASSIGNMENT. THIS PERIOD 
OF TIME IS CURRENTLY ESTIMATED AT A TOTAL OF SIX MAN-MONTHS. 

THE ASSIGNMENT IS TO BEGIN AS SOON AS POSSIBLE. 

"(2). MR. JOHN O. BLOMEKE WILL CONTINUE TO RECEIVE HIS 
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EMOLUMENTS AND ANY OTHER COMPENSATION OR BENEFITS TO WHICH 
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HE IS ENTITLED EROM UNION CARBIDE CORPORATION DURING THE 
PERIOD OE HIS ASSIGNMENT. 

"(3). THE AGENCY AGREES TO PAY MR. JOHN 0. BLOMEKE'S 
ACTUAL TRAVEL EXPENSES BY THE MOST DIRECT ROUTE, LIMITED 
TO AIR, ECONOMY CLASS, AND A DAILY SUBSISTENCE ALLOWANCE 
BASED ON STANDARD AGENCY RATES, EOR ANY TRAVEL UNDERTAKEN 
AT THE REQUEST OE THE AGENCY IN CONNECTION WITH THIS 
ASSIGNMENT. 

"(4). THE AGENCY AGREES TO A PAYMENT OE $3,000 TO 
UNION CARBIDE CORPORATION FOR THIS ASSIGNMENT. SUCH 
PAYMENT WILL BE MADE EOLLOWING RECEIPT OF AN INVOICE EROM 
UNION CARBIDE CORPORATION WITHIN 30 DAYS ALTER SIGNATURE 
OE THIS MEMORANDUM. 

"(5). UPON SUBMISSION OP AN INVOICE PROM THE AGENCY 
THROUGH THE U.S. MISSION TO THE IAEA, THE USAEC AGREES 
TO REIMBURSE THE AGENCY EOR THE PAYMENT MADE PURSUANT TO THE 
PRECEDING PARAGRAPH, IN CONNECTION WITH THE ASSIGNMENT AS 
DESCRIBED ABOVE. 

"( 6 ). THE AGENCY AND THE USAEC AGREE THAT MR. JOHN 
O. BLOMEKE WILL ASSUME RIGHTS AND OBLIGATIONS AS 
DESCRIBED IN THE ACKNOWLEDGEMENT CONCLUDED BETWEEN MR. 
JOHN 0. BLOMEKE AND THE AGENCY, A COPY OF WHICH IS 
ATTACHED HERETO." 

3. ACKNOWLEDGEMENT - OPERATIVE PARAGRAPHS (I) AND (3): 

"(I) THE SUBSCRIBER SHALL UNDERTAKE THE PREPARATION 
OP A MANUSCRIPT OF A TECHNICAL REPORT ON HIGH-LEVEL AND 
ALPHA-BEARING RADIOACTIVE WASTES, IN ACCORDANCE WITH 
DETAILS TO BE PROVIDED BY THE AGENCY, AND, IN CONNECTION 
WITH THIS TASK, TO UNDERTAKE TRAVEL TO VIENNA AND/OR 
OTHER LOCATIONS AT THE REQUEST OP THE AGENCY. THIS 
ASSIGNMENT, WHICH IS ESTIMATED TO REQUIRE A TOTAL 
OP SIX MAN-MONTHS DURING THE NEXT 12 MONTHS, SHALL 
BEGIN AS SOON AS POSSIBLE. 
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"(3) THE AGENCY SHALL PAY THE SUBSCRIBER'S ACTUAL TRAVEL 
EXPENSES BY THE MOST DIRECT ROUTE, LIMITED TO AIR, ECONOMY 
CLASS, AND A DAILY SUBSISTENCE ALLOWANCE BASED ON STANDARD 
AGENCY RATES, EOR ANY TRAVEL UNDERTAKEN AT THE REQUEST OP 
THE AGENCY IN CONNECTION WITH THIS ASSIGNMENT. THE 
RELATIVE PROVISIONS OP THE AGENCY'S TRAVEL RULES WILL 
BE APPLICABLE TO ANY TRAVEL UNDERTAKEN BY THE SUBSCRIBER 
ON BEHALF OF THE AGENCY." (REMAINING OPERATIVE PARAGRAPHS 
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CONTAIN STANDARD LANGUAGE.) 

4. ADVISE SOONEST WHETHER EOREGOING ACCEPTABLE TO AEC.PORTER 
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